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CROMER  URBAN  DISTRICT  COUNCIL. 


Gentlemen, 


Ruthvkn, 

Cromkr, 

Dec.  26th,  1909. 


In  presenting  to  3^011  1113^  Report  for  the  first  nine 
months  in  this  3’^ear,  I will  not,  for  obvious  reasons,  go  into 
statistics,  but  leave  them  for  1113^  successor,  Dr.  Colvin- 
Simtli,  to  deal  with. 


INFECTIOUS  DISEASES. 

The  3’^ear  started  well  with  onl  v seven  cases  notified 
in  the  first  five  months— six  of  Scarlet  Fever,  and  one  of 
Erysipelas,  but  the  fair  promise  was  not  to  be  kept  up,  for 
in  June  the  notifications  of  Scarlet  Fever  rose  to  six — in 
July  to  eighteen.  In  August  the3^  fell  again  to  twelve,  and 
in  September,  up  to  tlie  24th,  there  were  but  five  cases 
notified.  There  is  no  doubt  that  the  infection  was  in  the 
County  Council  vSchools,  and  had  it  been  practicable  to  clo.se 
them,  much  of  the  outbreak  might  have  been  prevented.  I 
did  suggest  to  the  vSanitaiA’  Committee  the  advisabilit3"  of 
such  a step,  but  tlie3"  were  unwilling  to  adopt  ii.  However, 
the  Schools  were  closed  a week  earlier,  and  I gave  the 
Managers  written  instructions  as  to  what  I thought  would 
be  a satisfactor3’  way  of  cleansing  and  disinfecting  them. 

A few  days  before  the  re-opening  of  the  Schools  I 
inspected  them  and  was  surprised  to  see  the  perfunctorv 
manner  in  which  the  soap  and  water  part  of  the  cleansing 
had  been  done.  Extra  help  was  put  on,  and  if  the  cleansing 
was  not  all  that  might  have  been  desired,  there  was  much 
improvement.  For  the  most  part  the  cases  were  of  a ver3' 
mild  type.  I discovered  two  cases  desquamating  which  hnd 
not  been  notified.  Two  cases  of  Er3csipelas  were  notified, 
and  one  of  T\  phoid,  the  latter  imported  probably  from 
Norwich. 
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ISOLATION  HOSPITAL. 

Tlie  Isolation  Hospital  acted  satisfactorily,  and 
there  was  a heavy  strain  on  it,  as  at  one  period  there  were 
no  less  than  tw^enty-three  cases  under  treatment — two  tents 
in  addition  to  the  ordinary  accommodation  having  to  be 
erected. 

In  the  early  part  of  the  year  the  Matron  was  ill  and 
was  granted  leave  of  absence  of  a month,  which  was  later 
considerabh^  extended,  as  she  was  still  unfit  for  duty.  Her 
place  was  filled  ably  in  her  absence  by  a Miss  White. 

On  June  19th,  shorth-  after  the  Matron’s  return,  the 
Council  discharged  her  for  absenting  herselt  from  the 
Hospital  when  it  was  her  duty  to  be  there.  The  work  was 
satisfactorily  carried  on  bs’  temporary  nurses  until  the  new^ 
Matron,  Miss  Lapham,  was  appointed. 

FACTORY  AND  WORKSHOP  ACT. 

I made  a number  of  inspections  with  Mr.  Croome, 
the  Sanitary  Inspector,  and  found  the  provisions  of  the  Act 
well  carried  out  on  the  whole.  The  floor  of  one  Bakehouse 
was  in  a very  filthy  condition,  and  the  owner  j^roniised  to 
have  it  scraped  and  thoroughly  cleansed. 

DAIRIES  AND  COWSHEDS. 

Are  now  in  a satisfactory  state. 

OVERCROWDING. 

One  very  bad  case  was  the  subject  of  a police  court 
prosecution,  and  the  offender  w^as  allowed  three  months  to 
abate  the  nuisance.'  Not  veiy  promising  for  future  action. 

Other  Matters  that  I had  dealt  with. 

A Well,  closed,  belonging  to  a Public  House,  the 
analysis  of  the  water  proving  it  unfit  for  drinking  purposes. 

A \ eiy  filth}'  house  in  Suffield  Park,  with  the  result 
that  the  condition  of  it  was  at  once  very  much  improved. 
Several  Stalfies  were  dealt  with,  with  regard  to  their  insani- 
tar}’  state.  One  in  West  Street  I had  closed,  as  it  opened 
directly  into  a living  room,  besides  being  in  a ver}^  confined 
yard.  I brought  before  you  the  necessit}*  of  providing 
batlirooms  at  the  Isolation  Hospital,  and  a scheme  was 
approved,  but  was  unable  to  be  carried  out  owing  to  so  many 
cases  being  in  the  Hospital. 


I again  brought  the  question  of  providing  a Mortu- 
ary for  the  town  before  3'ou,  and  Mr.  Crooine  and  myself 
presented  a plan  to  you  for  utilising  part  of  a building  at 
the  Storeyard  for  that  purpose  at  a small  cost,  but  the  sug- 
gestion was  not  acted  upon.  I had  a visit  from  Dr.  Nash, 
the  County  Medical  Officer  of  Health,  and  we  together  in- 
spected the  Isolation  Hospital,  The  Waterworks,  and  the 
Reservoir.  I talked  over  the  Scarlet  Fever  outbreak  with 
him,  and  he  agreed  with  me  as  to  the  Schools  being  the 
source  of  infection,  and  thought  all  was  being  done  that 
could  be,  short  of  closing  the  vSchools.  In  conclusion  I 
would  thank  the  members  of  the  Council  and  especially  the 
Sanitary  Committee  for  the  courteous  treatment  I have 
alwa3rs  received  at  their  hands. 

- I must  again  tender  my  grateful  thanks  to  Dr. 
Colvin-Smith  for  acting  as  my  Deputy,  and  to  Mr.  Crooine 
for  the  very  loyal  support  he  has  always  extended  to  me. 

Yours  faithfully, 

R.  EDDOWES  LEG  AT  f M.B, 


REPORT 

For  Quarter  ending^  December  31st,  1909. 

During  the  last  Quarter  of  1909  there  were  10  deaths, 
6 male  and  4 female.  Death-rate  — 9 • 5 per  1,000. 

There  were  24  births — 13  male  and  ii  female. 
Biith-rate  = 22-9  per  1,000. 

iNFECTIOUS  DISEASES. 

7 cases  of  Scarlet  Fever  were  notified,  and  all  re- 
moved to  the  Isolation  Hospital.  The  bedding,  etc.,  being 
removed  to  the  Isolation  Hospital  for  Steam  Disinfection, 
and  the  rooms  carefully  disinfected  with  Formalin. 

In  every  case  the  drains  were  tested  by  the  smoke 
test,  and  among  others  the  following  were  some  of  the 
defects  found  : — closets  choked  and  hole  in  pipe  in  W C. 
beyond  the  trap.  In  one  house  diity  linen  and  old  clothes 
were  found  under  defective  mattresses;  this  latter  was  of 
interest  as  in  2 cases  notified  occurring  almost  simultane- 
ously, the  only  connecting  ilink  discovered  was  that  the 
sister  of  one  patient  from  this  house,  and  the  other  case 
used  an  adjacent  peg  in  the  Council  School  Cloak-room. 

ISOLATION  HOSPITAL. 

The  Council  sanctioned  the  engagement  of  a proba- 
tioner nurse  as  one  of  the  ])ermanent  staff,  thus  greatly 
increasing  the  efficiency  and  economy  of  the  working 
establishment  of  the  Hospital. 

I have  to  report  that  under  the  care  of  the  Nurse 
Matron,  Miss  Lapham,  the  patients  have  been  well  looked 
after  to  1113^  entire  satisfaction,  and  with  complete  absence 
of  fiiction  or  complaint.  The  Hospital  was  empty  during 
Xmas  week,  one  case  being  admitted  on  31st  December. 

I'he  Council  authorized  me  to  test  cases  of  Diph- 
thei  ia  bacteriologically  before  allowing  the  children  to  return 
to  School,  and  arrangements  with  the  Royal  Institute  of 
Public  Health  were  made  for  this  purpose. 


During  the  quarter  with  Mr.  Crooiue  I made  a house 
to  liouse  inspection  of  Suffield  Park  and  inspected  the  man- 
holes in  Main  Sewers. 

I also  visited  with  him  a yard  where  there  was  a 
stagnant  and  offensive  pool  for  which  you  gave  an  order 
that  it  was  to  be  filled  up. 

I inspected  the  Council  Schools  and  drew  yonr 
attention  to  the  defective  ventilation  in  the  Cloak-room, 
and  the  need  for  greater  cleanliness. 

I have  inspected  under  the  Factory  and  Workshop 
Acts,  all  the  Bakeries,  Laundries,  and  Workshops  in  the 
town,  which  with  one  or  two  exceptions  were  satisfactory. 

I have  inspected  all  the  Dairies,  which  also  were 
satisfactory.  In  one  cowshed  I found  the  ventilation  was 
defective,  and  manure  allowed  to  accumulate,  and  the  cows 
were  not  kept  as  clean  as  I should  like. 

STATISTICS  FOR  YEAR  1909. 

During  the  past  3^ear  51  of  the  55  cases  notified  as 
Scarlet  Fever  were  treated  at  the  Isolation  Hospital,  the 
average  duration  of  stay  being  39  da3'S.  No  less  than  39  of 
these  cases  were  admitted  during  the  months  of  June,  July, 
August  and  September,  thus  illustrating  the  inestimable 
value  of  the  Isolation  Hospital  during  the  Season.  There 
was  one  death  of  a child  aged  2|  on  the  3rd  day  in  the 
Hospital. 

Four  cases  of  Diphtheria  were  treated  in  their  own 
homes,  and  with  the  prophylatic  injection  of  antitoxin  there 
was  no  case  of  infection  of  those  in  contact. 

Two  mild  cases  of  Fiysipelas  were  notified,  also  one 
of  Phiteric  Fever  which  was  probabh^  contracted  in  Norwich. 

THE  POPULATION. 

Fstimated  to  the  middle  of  the  j ear  in  the  usual 
wa3'  shews  an  increase  of  70,  being  4175  as  compared  to  4105 
in  1908. 


THE  BIRTH  RATE. 

Is  21-7  per  1,000,  and  is  higher  than  that  recorded 
for  1908  (15-5  per  1,000). 
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The  Corrected  Death  Rate. 

For  the  year  is  7-9  per  1,000,  and  holds  the  record 
for  the  lowest  rate  during  the  last  10  years,  with  the  excep- 
tion of  1904  (7’ 5).  There  were  4 deaths  of  infants  under  i 
year — 43*7  per  1,000  births  registered,  as  compared  with  the 
infantile  mortality  of  218-7  1908. 


VITAL  STATISTICS. 


Area 

Population 
Inhabited  Houses 
Rateable  Value 


1007  acres. 

4175- 

949 

£"39,246  los.  od. 


BIRTHS. 

Males.  Females.  Total. 

44  . 47  . . 91 

(One  of  which  was  illegitimate), 
Birth-rate  21-7  per  1,000  population. 


DEATHS. 


Corrected  33. 
Total. 


Registered  Deaths  35. 

Males.  Females. 

20  15  35 

Corrected  Death-rate  7-9  per  i,oco  population. 


DEATHS  at  different  AGES. 


Under  i year 

4 

Over  I and  under  5 ^-ears 

I 

Over  25  and  under  65  years 

13 

65  years  and  upwards 

15 

33 

INFANT  A40RTALITY. 

4 deaths  in  infants  under  i year,  43*7  per  1,000 
births  registered,  -95  per  1,000  of  population. 

PHTHISIS. 

There  were  2 deaths  from  Pulmonary  Tuberculosis. 
•47  per  1,000  population. 

•57  per  1,000  deaths. 
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CANCER. 

There  were  7 deaths  from  malignant  disease. 
I -6  per  1,000  population. 

200  per  1,000  deaths. 


CAUSES  OF  DEATH. 


Phthisis 

Other  Tuberculous  Diseases 
Cancer 
Bronchitis 
Pneumonia 
Diseases  and  Accidents  of  Parturition 
Heart  Diseases 
Suicide 
Diabetes 
Senile  Decay 
Cerebral  Thrombosis 
Rheumatism 
other  Diseases  . . 


2 

I 

7 

I 

5 

4 

I 

1 

2 

I 

'*> 

4 


I have  to  thank  Mr.  Croome  for  the  kind  assistance 
he  has  given  me. 

I am.  Gentlemen, 


Yours  obediently, 

R.  C.  M.  COTVIN-SMITfl,  M.B.,  B.C.,  B A., 

M.R.C.S.,  T.R.C.P.,  Fellow 
Society  of  Medical  Officers 
of  Health. 


Cromer,  i8/i/ro. 


Vital  Statistics  of  Whole  District  during  1909  and  Previous  Years. 
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t Rates  ill  Golunnis  1,  h,  and  13,  calculared  per  1,000  of  estimated  population. 
Total  Population  at  all  a^es,  37(^1.  ) 

Number  of  Inhabited  Bouses,  839.  i-  At  Geiisus  of  1901. 

Averap'e  Number  of  Persons  per  Housi*,  i‘4.  ' 

Area  of  District  in  Acres  (exclusive  of  area  covered  by  water),  1,007. 


CASHS  OF  INFECTIOUS  DISIvASK  NOTIFIED. 


Notifiable 

Disease. 

At  all 
A^es. 

Ag’e 

under 

t. 

Ao-e 

1 to  5. 

A<re 

5 to  15 

I 

Ai»-e 

15to25 

1 Ao'o 

25  to  ()5 

, 1 otal  le- 

()o  and  1 1 , 

, 1 moved  to; 

upwanls; 

1 

Diphtlieria 

4 

— - 

1 

3 

— 

— 

— ! — 

Erysipelas 

— 

- — 

. 

1 

1 ' 

Scarier  Fever 

55 

8 

38 

1) 



— : 51  1 

Enteric  Fever 

1 

— - 

— 

1 

— 

— 

; ! 

— i — 

1 i 

t 

Totals  ...j 

()2 

— - 

9 

42 

i 

1 

d i 

1 

1 

1 51 

! 

CAUSES  OF,  AND  AGlvS  AT  DEATH 


Fanses  of  Death. 

All 

Ages. 

CJ  ndei' 
1 year 

1 and 
under 
5. 

1 

5 and  15  and 
under  undei 

15.  ^ 25. 

1 

1 

25  ami 
undei 
()5. 

1 

65  aiivl 
up- 
wards. 

Phthisis  (Pulmonary  Tu- 
berculosis) 

2 

- 

I 

1 

1 

2 

i 

1 

! 

1 

i 

Other  Tuberculous 

i 

! 

diseases 

1 

... 

1 

] 

. . . 

Cancer,  maligaiant  disense 

7 

... 

... 

2 

Pronchitis 

1 

... 

... 

1 

Pneumonia 

5 

1 

1 

... 

1 

2 

Diseases  and  .Accidents 

1 

of  Parturition 

3 

3 

... 

... 

••• 

Heart  diseases 

4 

... 

2 

•) 

Suicides 

1 

... 

... 

1 

Diabetes 

1 

... 

... 

... 

] 

Senile  decay 

2 

... 

2 

Cerebral  Thrombosis 

1 

... 

... 

... 

- 1 

... 

1 

Rheumatism 

3 

... 

... 

3 

... 

All  other  causes 

4 

... 

... 

4. 

All  causes 

35 

4 

1 

... 

•• 

13 

17 

lO 


INFANTILE  MORTALITY  DURING  THE  YEAR  1909 


i 

Cause  of  Death 

1 

Under  1 

1 Week. 

r-i 

® S 
^ o 

o — 

2-3 

Months. 

N-9 

Months. 

t 

Total 

Deaths 

under 

1 A^ear. 

All  Causes  Certified 

1 

t 

1 

1 

1 

3 

j ,,  ,,  Uncertified 

1 

1 

Cono^enital  Defects 

1 

Atrophy  h 

Debility  ^ 

I Mavasinus  ' 

1 

1 Convulsions 

i 

i Pneumonia 

1 

1 

1 

1 

j 

1 

1 

i 

! ^ 

1 

; 1 

! 

4 

% 
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CROMER  WEATHER  REPORT. 


SEVENTH  ANNUAL  REPORT. 

'I  be  weat  her  of  the  veai*  1909,  in  comparison  with  1908, 
was  slightly  more  sunny  and  not  quite  so  warm,  but  the  I’ainfal] 
was  considerably  in  excess.  April  and  May  totalled  494  hours 
snnsliine,  only  22  rainy  d^iys  and  less  than  2 inches  of  rain. 
This  record  iiuain  affords  the  opportunity  for  comment  on  our 
very  favourable  spring  weather. 


ATMOSPHERIC  PRESSURE. 

Mean  pressure  showed  further  slight  increase  at  29'917 
inches.  The  monthlv  extremes  were  dOT24  in  Pebiuarv  and 
29*516  in  March,  but  the  daily  extremes  show  a I'ange  of  ever 
inches  between  30*706  on  January  4th  and  28*342  on 
December  Brd. 

SHADE  TEMPERATURE. 

The  monthly  extremes  of  Dry  Bulb  readings  weie  58*8 
degrees  in  August  and  36*5  degrees  in  Tebi'uary.  The  highest 
monthly  maximum  was  67*7  in  August  which  also  ga\e  the 
highest  monthly  mean  of  59  8. 

The  extreme  of  84*0  on  August  12th  was  nearly  3 
degrees  in  excess  of  the  previous  year 

The  warmest  month  was  August  and  this  feature  again 
shews  a slight  increase. 


1909  August 

Dry  Bulb 

...  58*8 

Maximum 

...  67*7 

Minim  urn 

52*4 

Mean  of 
Maximum  and 
Minimum 

...  59*8 

1908  July 

...  58*8 

. 66-3 

...  53*1 

...  59  7 

1907  August 

58*3 

...  67*1 

...  51*8 

...  59*5 

1906  August 

...  62*3 

...  71*8 

...  55*2 

. 63*5 

1905  July 

...  6*2*9 

...  70*9 

...  56*9 

...  63*9 

1 904  Jufv 

6T6 

...  70*9 

...  55*1 

...  63*0 
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SUNSHINE. 

May  a^aiii  gave  the  Ligbest  iDoJith’s  lecord.  and  with 
April  a good  ^second,  made  the  April  to  June  total  71  lionrs 
more  than  last  year. 

Tlie  total  for  tlie  year  shows  an  increase  of  about  31 
hours  and  gives  to  this  year  the  third  place  in  the  range  from 
1471  to  1778  hours  during  the  seven  years. 


RAINFAIA 


The  total  fall  of  23‘78  inches  shows  an  increase  of  over 
5 inches.  The  heaviest  fall  was  4'65  inches  in  December  and 
the  least  was  0’42  inches  in  February.  The  extreme  was  1‘08 
inches  on  September  6th. 


The  lowest  l ainiall  of  the  year  was  23  0 inches  at 
Shrewsbury. 

W.  H.  AKChlEK, 

Observer. 


Cromer  Weather  Report  for  1909 
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ARC  HE  R,  Observer. 


REPORT 


OF  THE 


SURVEYOR 


For  the  Year  ending  3*st  December,  1909. 

To  the  Chairman  and  Members  oj  the  Cromer  Uiban  District 

Coiincil — 


GenTeemen, 

The  following  are  the  particulars  of  the  Roads  and 
Paths  within  the  Urban  District. 


MAINTAINED  BY  COUNCIL. 


Tar 

Granite 

Granite. 

Maeadem. 

Flints. 

Setts, 

Unmade. 

Total 

Lineal 

Yards. 

Yards. 

Yards. 

Yards. 

Yards. 

Yards. 

Main  Roads 

5705 

1403 

440 

754S 

Other  ,, 

220 

1685 

3306 

60 

4U 

5688 

Back 

355 

469 

824 

5925 

3443 

4215 

60 

417 

14060 

U N ADOPTED  R O A D E 


Foundation 

Flints. 

only. 

Unmade. 

Total 

Lineal  Yards, 

Yards. 

Yards. 

Yards. 

Roads  ...  ...  687 

705 

147 

L539 

„ (but  Scavenged 

b\-  Council)  720 

890 

1610 

Back  Roads 

693 

693 

,,  „ (but  vSeavenged 

b\'  (Muncil)  817 

817 

2224 

1595 

840 

4659 

15 


FOOTPATHS  MAINTAINKD  BY  COUNCIL. 

680  Yards  of  Gravel;  i,593  Yards  of  Tar  Paving  ; 
1,058  Yards  of  Shingle.  Total,  3,336  Lineal  Yards. 

ROADS  AND  STREETS. 

Station  Road  has  now  been  made  up  to  the  standard 
required  ])y  the  County  Council,  before  they  would  agree  to 
its  adoption  as  a Main  Road  The  work  has  been  approved 
I:)}"  the  Count}'  Surveyor,  but  the  official  approval  of  the 
County  Council  has  not  yet  been  received. 

The  total  cost  of  this  work  was  ^^518  i8s  od.,  and 
the  quantity  of  materials  used,  230  tons  of  Granite,  183  tons 
of  Flints,  1 14  tons  of  Marl,  113  tons  of  Gravel,  and  464  yards 
run  of  Channel. 

The  Granite  Sett  Channel  on  the  hill  to  Norwich 
Road  has  been  completed. 

The  Concrete  Channel  on  the  North  side  of  Runton 
Road  has  been  CKtended  from  Beach  Road  to  Macdonald 
Road. 

A length  of  Kerb  and  Channel  on  Northrepps  Road 
has  l^een  laid  at  the  expense  of  the  Ovvner  of  the  adjoining 
property. 

The  Owners  having  given  the  necessary  land,  Church 
Street  has  been  widened  opposite  the  premises  adjoining  the 
Albuon  Hotel. 


NEW  ROADS. 

Plans  have  been  submitted  by  the  Owners,  and  ap- 
proved b}'  the  Council,  for  the  much  needed  widening  of 
the  low’er  portion  of  Mill  Lane  ; and  also  for  two  new  roads 
off  the  South  side  of  Cromwell  Ro  id.  The  plans  include 
the  necessary  vSewers  and  vSurface  Water  Sewers.  The  resi- 
dential character  of  these  two  new  roads,  together  with  the 
fact  that,  owing  to  their  position,  they  would  never  be  sub- 
ject to  through  traffic;  was  carefully  considered  by  the 
Council  ; with  the  result  that  Concrete  Kerb  and  Channel 
was  allowed  in  the  place  of  Granite,  and  Gravel  Paths  instead 
of  Tar-paving.  The  estimated  saving  in  cost  to  the  Owners 
will  be  15/2  per  yard  run  of  roadway. 
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PROLATE  STREET  WORKS. 

The  necessary  plans,  &c.,  have  l)een  prepared  and 
approved  for  making  np  and  vSewering  Bond  vStreet  Back 
(West),  and  the  work  is  now  in  hand. 

STEAM  ROLLER. 

The  Steam  Roller  has  worked  84J  days,  compa’ed 
to  119J  in  1908  ; and  8oi  in  1907. 

BREAKING  UP  STREETS. 


The  following  permissions  have  been  granted  ; — 


1909. 

1908. 

1907 

The  Gas  Co. 

35 

19 

14 

The  Electricity  vSupply  Co. 

16 

i8 

4 

The  Water  Department 

2 

7 

3 

To  Builders  and  others 

15 

17 

4 

68 

61 

25 

For  Hoardings  and  Scaffolding 

2 

6 

0 

TAR  PAINTING. 

The  'far  Painting  of  Roads  has  been  considerablv 
extended,  fortunately  the  w^)rk  was  commenced  early,  witli 
the  result  that  the  fine  Spring  was  taken  full  advantage  of. 

Norwich  Road.  The  area  treated  was  as  last  year. 
This  Road,  owing  to  the  heavy  traffic  and  flat  grade,  requires 
entirely  renewing  each  year. 

Overstrand  Road  has  been  treated  to  the  boundary, 
and  is  standing  well. 


Runton  Road  was  treated  to  the  boundary.  This 
road,  owing  to  its  grade  and  open  position,  has  stood  well, 
and  will  after  next  vSeason's  coating,  be  in  excellent  condi- 
tion 


Holt  Road  was  extended  to  the  bottom  of  the  hill. 
The  part  first  treated  in  1906  is  still,  with  annual  “ patching,” 
in  first-class  condition. 
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Several  of  the  Tarred-slag  vStreets  were  treated  for 
maintenance  purposes  onh’. 

An  Experimental  length  of  Flint  Road  was  done 
in  Mill  Fane,  but  has  proved  not  so  snccessfnl  as  the  (F  anite 
Roads.  The  cost  was  Jd.  per  super  yard. 


THE  COST  OF  TARRING 


(including  ever\  thing)  for  the  first  coat,  or  renewing  after 
the  previous  3'ear’s  treatment  had  practically  worn  awa}’,  was 
Jd.  per  sup.  yard,  or  £2^  per  mile  (for  a 15-ft.  roadwa}')- 
For  renewing  when  the  previous  year’s  treatment  was  in  lair 
condition,  |d  per  sup.  yard,  or  ;^i8  per  mile.  For  Tarring 
Tarred- slag  Streets,  id.  per  sup.  3^ard. 

SAVING  IN  WEAR  OF  ROADS  BY  TARRING, 

The  saving  in  wear  by  the  Tarring  of  the  Roads  is 
without  doubt  consideiable.  The  experiment  has  now  been 
in, use  in  this  District  long  enough  to  prove  this.  For  instance 
Norwich  Road,  where  Tar-paintiiig  was  formerly  coated 
with  Granite  every  three  years.  It  was  last  coated  in  1905, 
first  tarred  in  1907,  and  is  now  in  good  condition. 


SAVING  IN  WATERING  BY  TARRING. 

By  the  Tarring  of  Overstrand  Road  to  the  boundary, 
the  large  two-horse  van  was  only  required  on  Sundaws.  with 
the  result  that  248,000  gallons  of  water  and  760  hours  of 
horse  hire  was  saved,  representing  £42. 


STREET  WATERING,  iYc. 

The  Street  Watering,  although  showing  a decrease 
during  the  Summer,  owing  to  the  wet  vSeason,  shows  a big 
increase  during  the  fine  \veather  during  April  and  M ay,  viz. 
180,000  gallons  of  water.  The  totals  for  the  year  compared 
to  the  previous  year  were  as  follows  : — 

Days  Watet  Carts  were  used — Increase  of  2 days. 
Water  used — Decrease  of  271,000  gallons. 

Horse  Hire — ,,  ,,  £16  [6s.  od. 
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1908.  1909. 


Number  of  Days 

Number  of  Day!* 

W^ater  Carts 

Oallons  of 

Water  Cart.s 

Gallons  of 

were  used. 

Water  used. 

vrere  used. 

IVater  used. 

Ajiril 

2 

14,800 

8 

105,400 

May 

228,950 

23 

318,350 

June 

27 

473.650 

19 

251,200 

22 

405,350 

19 

272,200 

August 

25 

346,700 

23 

298,650 

vSeptemlier 

1 1 

143,500 

14 

128. 4CO 

Octolier 

4 

32,400 

0 

104 

1^45,350 

106 

1,374,200 

Blusliing  Sewers  and  Cfullies  84,600 

34,200 

Street  WAshii 

16,200 

Total  No. 

of  Gallons 

1,746,150 

1,408,400 

Cost  of  Horse  Hire  in  1909  ;^55  15s.  od.  or  9^8.  per  looogals. 

used 

,,  ,,  ,,  1908  £^12  IIS.  3d.  ,,  lod. 

,,  ,,  ,,  £101  os.  od.  ,,  Tljd.  ., 

,,  ,,  ,,  1906  17s.  [od.  ,,  ii^d. 

STREET  SCAI/EIMGIISIG. 

d'he  cost  of  the  Work  was  the  same  as  last  year,  viz. 

£ 1 28. 

1909,  ^^128  ; 1908,  ;f,'i28;  1907,  £142;  1906,  /,d63. 

SEWERAGE. 

The  third  Septic  Tank  lias  been  cleaned  out,  and 
tlie  wliole  of  the  Tanks  ai  e in  good  working  order  No  com- 
plaints have  been  received  as  to  tlieir  working  during  the 
year. 

To  relieve  the  Oveistrand  Road  f^ew^er  duiing  heavy 
rains,  a scheme  for  a temporar}-  storm  water  outlet  has  been 
prepared  and  approved  by  the  Council.  Kstimated  cost,  ^16 

A defective  drain  to  the  rear  of  some  propert}^  in 
Churcli  vStreet  was  relaid  by  the  Council,  at  the  cost  of  the 
Owmeis  ; advantage  wms  taken  wdiilst  this  wc.rk  was  in  hand 
to  bubd  a manhole  at  the  bend  in  the  vSew^er  in  Bond  Street. 

d'he  additionabstorm  outlet  from  New'  vStreet  to  the 
Beach  (mentioned  in  ni>'  last  report)  has  been  laid  by  direct 
lalioiir.  The  cost  was  ;^ii8,  the  e.'-Uimate  of  ^figo  included 
a sum  of  £20  for  contingencies,  w'hich  was  not  required,  as 
the  wmrk  waas  carried  out  without  mishap. 
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A complete  and  up-to-date  plan  of  the  Sewers  in  the 
District  is  being  prepared. 

The  cost  of  the  manual  labour  on  the  ordinary 
supervision  and  repair  of  the  vSewerage  vSystem  was  ^39, 
compared  to  £go  in  1906. 


SURFACE  WATER  DRAINAGE, 

No  additional  Surface  Water  Sewers  have  been  laid, 
but  3 additional  Gullies  were  added  to  the  vSystem  in  Snffield 
Park  ; and  4 Gullies  disconnected  from  the  Sewers  in  Rnnton 
Road  and  connected  to  the  Surface  Water  Sewer. 


FORESHORE, 


The  Receipts  from  the  Foreshore  show  an  increase 
oi  7/6  over  the  previous  3"ear. 


cs 

0 

ca 

1908. 

1907. 

Tents  ^46  4s.  od. 

T46  17s.  6d. 

£47 

lOS.  3d. 

Chairs  ^16  3s.  6d. 

;^I4  17s.  6d. 

£h 

17S.  od. 

t 

Machines  ^23  os.  od. 

^23  5s.  od. 

£^3 

OS.  od. 

^85  ys.  6d. 

£84  os.  od. 

£^5 

7S.  3d. 

HACKNEY 

CARRIAGES, 

The  usual  two  inspections  were  held  and  the  fob 

lowing  Ticenses  granted  : — 

1909.  1908. 

1907, 

Carriage  Ticences 

46  47 

50 

Drivers’  ,, 

50  48 

52 

Omnibus  ,, 

8 9 

— 

Conductors’  ,, 

8 12 

— 

Drivers’  ,, 

10  10 

— 

STREET 

LIGHTING, 

Six  Gas  Tamps  on  the  Norwich  Road  have  been  re- 
placed by  50  candle  power  Metallic  P'ilament  Fllectric  Tamps. 

One  Gas  Tamp  has  been  taken  down,  and  one  ad- 
ditional one  has  been  fixed. 
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riie  total  number  of  I^amps  is  as  follows  : — 


Incandescent  Gas  Lamps 
High  Power 
Klectric  Arc  Lamps 

„ Metallic  Filament  Lamps 


1939. 

1908. 

180 

186 

I 

I 

.'O 

10 

6 

— 

197 

W7 

NEi^  CEMETERY, 


The  scheme  of  Surlace  Water  Drainage  to  the  Drive 
and  Lodge,  prepared  in  July,  1908,  has  now  been  approved, 
and  the  work  is  now  in  hand. 


I SOLA  nON  HOSPI TA  L, 


Plans  of  various  schemes  were  prepared  for  Bath- 
Rooms  to  the  Wards  at  an  estimated  cost  of  L30  to  L40,  but 
the  present  arrangement  of  moveable  ])aths  was  adhered  to, 
wdth  a better  temporary  arrangement  of  w’aler  supply. 


HOUSE  SCA  l/ENGING. 


1028  Van  Loads  of  Reluse  were  collected  during  the 
year,  and  the  cost  of  such  collection  and  carting  same  to  the 
tip  at  P'elbrigg  was  ;^'4io  12s.  2d.,  a decrease  of  about  £2^ 
on  the  previous  year.  The  cost  for  the  past  four  years  has 
been  as  follows  : — 

1906  ^519  19s.  2d 

1907  ^491  5^1-  decrease  ^28  5s.  9d. 

1908  ;^433  IIS.  5d.  „ ^58  2S.  od. 

1909  ^410  I2S.  2d.  ,,  £22  19s,  3d. 

Decrease,  1909,  compared  to  1906,  ;^i09  7s.  od. 


BUILDING  BYE-LA  WS. 


II  Sets  of  Plans  were  sulmiitted,  all  of  which  were 
apinoved.  This  compares  to  19  (17  approved)  in  1908  ; and 
10  (9  approved)  in  1907. 
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1909. 


Dwelling  Hoinses  3 

Alterations  and  additions  6 

Outbuildings  o 

Motor  Garages  o 

Public  Buildings  i 

Other  ,,  o 

New  Roads  and  Sewers 


1908.  1907. 


5 

12 

2 

2 

0 

1 

o 


I 

7 

j 

I 

o 

o 

o 


TEMPORARY  BUILDINGS. 

12  requisitions  were  received  under  the  Public 
Health  Acts  Amendment  Act,  1907,  all  of  which  were  ap- 
proved, subject  to  various  conditions;  of  these  proposed  12 
buildings,  10  were  erected 

I have  the  honour  to  be,  Gentlemen, 

Your  obedient  servant, 

ROBERT  CROOME, 

Surveyor. 


REPORT 


OF  THE 

irsrsF^ECTOR 

For  the  Year  ending  Dec.  31st,  1909. 


'To  the  Chaii Diaii  aiid  Members  of  the  Saniiaiy  Committee — 
Gentekmen, 

During  the  past  Year  I have  made,  rvith  the  Medical 
Officer  of  Health,  tw^o  General  Inspections  of  tlie  Factories 
and  Workshops,  and  one  of  the  Dairies. 

A Special  Inspection  and  Report  has  been  made  and 
presented,  upon  the  Fowl-keeping  in  the  District. 

Two  cases  were  taken  before  the  Magistrates,  one  of 
overcrowding,  and  one  for  the  removal  of  swill  during  pro- 
hibited hours  ; in  both  cases  a conviction  was  obtained, 

In  all  cases  of  Infectious  Diseases  immediate  atten- 
tion was  given,  inspections  made,  and  all  necessarv  disinfec- 
tion carried  out  under  the  instructions  of  the  Medical  Officer 
of  Health 

Of  the  55  cases  of  Scarlet  Fever,  27  occurred  in  20 
families  in  the  Cromer  Ward  ; and  28  cases  in  17  families  in 
the  Suffield  Park  Ward. 

In  the  appended  tables  I have  given  full  particulars 
of  the  Sanitar}'  Work  done  during  the  past  3"ear,  compared 
to  the  previous  year. 

I have  the  honour  to  be.  Gentlemen, 

Your  obedient  servant, 


ROBERT  CROOME 
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vSTATHMENT  A. 

Showing  the  work  done  by  the  Sanitary  Inspector 
during  the  3’'ear  ending  December  31st,  1909  : — 


House  to  House  Inspections 
Special  Inspections  and  Investigations  of  Com- 
plaints 

Re- Inspections,  &c.,  to  ascertain  progress  of 
vSanitary  and  Informal  Orders 
Inspections  of  Nuisances,  &c.,  discovered 
\"isits  in  connection  with  Infectious  Diseases 
Inspections  under  the  Factory  and  Workshops 
Acts 

Re- Inspections  under  the  Factory  and  Work- 
shops Acts 

\"isits  in  connection  with  Dairies  and  Cowsheds  1 1 
Visits  to  the  Isolation  Hospital 
\hsits  to  Caravans 

Premises  Inspected  in  Sanitary  Census 
Re-Inspections,  &c  , under  Orders,  &c.,  due  to 
same 


Total 


Premie' es  Disinfected  ... 

Rooms  Disinfected 

Insanitar}’  Houses  reported  to  M.  O.  H. 
Premises  to  which  Smoke  Teet  was  applied 
Committee  Meetings  attended 
Letters  (including  complaints)  received 
Letters  (including  School  Notices)  sent  out  ... 
Preliniinar}’  Notices  served 
IvCgal  Notices  served  . 

Defects  found  by  House  to  House  Inspections 
,,  ,,  ,,  Sanitary  Census 

Defects  found  hy  other  Inspections 
Compifints  received  at  Office 


1909. 

1908. 

301 

362 

89 

123 

548 

770 

92 

93 

559 

132 

35 

18 

8 

10 

S I t 

104 

9 

6 

0 

2 

14 

6 

24 

9 

1690 

1635 

55 

1 1 

79 

13 

1 

0 

8 

20 

20 

H9 

96 

400 

127 

I 

10 

6 

5 

1 2 

44 

15 

7 

92 

93 

t89 

*123 

*Of  these  69  were  found  on  investigation  to  be  unfounded. 
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Total  numfier  of  matters  dealt  with 


208  267 
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vSTATKMKNT  B. 


Giving  details  of  the  208  matters  dealt  with. 


Overcrowding 

Flushing  Apparatus  to  W.C.’s  defective 
Sink  and  Bath  Wastes  defective  ... 

Collection  and  Storage  ol  House  refuse 
vSanitary  Conveniences  in  bad  condition 
Rain  Water  Guttering,  &c.,  defective 
Habitable  Room  with  Insufficient  Window  . 

„ ,,  ,,  ,,  Ventilation 

Removal  of  vSwill 
Removal  of  Manure,  &c. 

Drains  Choked 
Drains  Defective 
Street  Gullies 

Defective  Air  Inlet  to  Drains 
Defective  Ventilation  Shafts  to  Drains 
„ ,,  ,.  „ Sewers 

,,  Soil  Pipe  to  Drains 
Fowls 

Pig  Keeping 
Fish 

Insanitar}^  Premises 
Caravans  ... 

Stables 

Sanitary  Condition  of  Yards 
Basement  Flooded 
Sanitary  Condition  of  Premises  ... 
Non-notifiable  Diseases 
Dime- washing  of  Premises 
Insanitary  Sleeping  Room 
Cowsheds  and  Dairies 
Wells 

Sundry  Complaints  investigated  ... 

W.C.’s  Insufficient  Ventilation 
Smoke  Nuisance 


1909. 
1 6 

n 

O 

5 

24 
2 [ 

5 

0 

1 

13 

4 

12 

19 

n 

0 

4 

6 

1 

o 

4 

2 

4 

5 

0 

9 

9 

5 

2 

5 

2 

1 
I 

15 

0 

1 


1908. 

4 

4 

I Q 

63 

27 

4 

1 

4 

8 

8 

10 

2 
6 

9 

2 

I 

I 

I 

7 

1 

2 
4 

24 

3 

8 

1 

2 

I 

9 

3 

I f 

o 

o 


Total  20S  267 
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STATEMENT  C. 

In  connection  with  the  Infections  Diseases  Inspec- 
tion, the  following  defects  were  found  in  the  premises  referred 
to  in  the  Certificates  ; — 

W.C.  Pan  Defective  ...  ...  ...  i 

Insufficient  Ventilation  to  W.C.  ...  i 

Wnt  Shaft  to  Drains,  unsuitable  ])Osition  for  Outlet  i 

,,  ,,  Defective  Joints 

Rain  W'ater  Pipe  Untrapped 
Overcrowding  ...  ...  ..  ...  i 

Yard  Wants  Paving  ...  ...  . i 

10 


STATEMENT  D. 


Showing  the  work  done  under  the  “ Sanitarv  Census.” 


Premises  \hsited 

Defects  Discovered 

Sink  Waste  Gulley,  defective 

Yard  requires  Paving  ... 

Overcrowding 

W.C.,  Insufficient  Ventilation 
Defective  Vent  Shaft  to  Drains 
House,  P'ilthy  Condition 
No  Air  Inlet  to  Drain 
Rain  Water  Pipe  Untrapped 
W.C  Pan  Defective 


1909. 

H 

15 

1 

3 

0 

2 
2 

1 
I 
I 
I 


1908. 

6 

7 


STATEMENT  E. 


Showing  the  work  under  the,  Dairie.'^,  Cowshed,  and 
Milkshop  Order,  1885  : — 


i9(>9.  1908. 

Dairies  on  Register  ...  ...  ...  6 6 

Cowsheds  on  Register  ...  3 3 

Number  of  Inspections  and  Visits  ...  11  104 

Cowsheds  require  cleansing  and  lime-washing  i o 
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vSTATEMENT 


F. 


vShowiiig  the  work 
shops  Acts  : — 

F'actories  on  Register 
Workshops  on  Register 
Work])laces  on  Register 
Nnniber  of  Inspections 
Number  of  Re-Inspections 

Defects 


under 

the  Factor}’  and 

Work- 

1909. 

1908. 

• 

8 

8 

41 

39 

3 

0 

• • • 

35 

18 

8 

10 

Discovered. 


Sanitary  Conveniences — Insufficient  Ventilation  i 
bad  condition  of  Sanitai}"  Convenience  ...  2 

Bakehouses  requiring  Rime-washing  ...  4 

,,  „ Cleansing  ...  3 

Number  of  Notices  served  ...  ...  i 

Number  of  Notices  received  from  II.M.  Inspector  i 

In  One  Case  no  xkbstract  of  the  Act  was  exhibited  as  required. 


FIRE  BRIGADE. 


Keport  of  Chief  Officer  for  the  Year  ending 
31st  December,  1909. 


To  the  Chairman  and  Members  of  the 
Fire  Brigade  Committee. 


Gentlemen, 


I have  to  report  that  during  the  past  year  three  calls 
were  received  by  the  Brigade.  The  first  from  Col.  H.  A.  Barclay 
to  his  pi’emises  at  Hanworth.  Han  worth  is  not  one  of  the 
parishes  with  which  the  Brigade  has  an  aiTaiigement,  but  as 
negotiations  had  been  pending,  the  engine  was  sent,  the  usual 
charges  being  made  for  its  use.  The  remaining  two  calls  were 
on  the  same  dav,  one  to  Cromer  Hall  Farm  and  the  other  to  the 


Bed  Lion  Hotel.  1 he  former  was  a chimney  fire,  and  the  olher 
caused  by  a gas  explosion,  'the  charges  and  expenses  in  each 
case  were  paid  by  the  Insui’ance  Company  concerned. 


The  services  of  the  engine  were  also  utilised  in  Decem- 
ber for  pumping  out  the  pond  on  the  Yorthrepps  Road,  which 
was  overflowing  on  to  the  roadway. 


As  contemplated  in  the  last  report  the  body  of  the  old 
escape  has  been  converted  into  a horse  hose-cart,  and  the 
existing  ladder  cart  into  a hand  hose-cart.  The  hose  reel  has 
been  removed  to  the  premises  lent  by  Mr.  Broadhurst  for  use  in 
the  Suffield  Park  District. 


During  the  past  year  three  100ft  lengths  of  Canvas 
Hose  with  instantaneous  couplings  have  been  purchased  and  it 
is  hoped  that,  as  funds  permit,  the  remaiiiitig  couplings  will  be 
replaced  with  similar  fittings.  Some  small  additional  appliances 
for  the  new  gear  have  also  been  purchased. 
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The  Long  Service  Medals  granted  bj  the  National 
Fire  Brigades’  Union  to  7 Members  ot‘  the  Bidgade  were  presented 
l)y  Mrs.  Bond  Cabbell  on  the  I8th  November,  when  an  inspection 
of  the  station  was  made,  and  a demonstration  of  the  appliances 
given,  followed  by  Competition  Drills.  'I'he  same  evening  the 
Brigade  wei'e  entertained  to  dinner  at  the  Station  by  the  Mem- 
bers  of  the  Urban  District  Council,  an  act  of  kindness  and 
recognition  which  was  nuudi  appreciated  by  tlie  Brigade. 

The  appoint-ment  of  Dr.  Colvin-Smith  as  Honorary 
Medical  OHicer  brings  the  Briga<1e  into  line  with  other 
Brigades  in  this  respect  a,nd  will  quicken  the  interest  of 
the  Members  in  Amlndance  Work.  'Two  Members  of  the 
Brigade  have  the  1st  Aid  Label  of  the  St.  John  Ambulance 
Association,  which  is  the  highest  award  given,  and  six  Members 
have  1st  Aid  Certificates. 

The  question  of  fii'e  alarms  has  been  under  consider- 
ation in  consequence  of  the  near  termination  of  the  existing 
contract  and  it  is  hoped  that  arrangements  may  be  made  which 
will  not  lesson  but  increase  efficiency  and  promptitude  in  this 
respect. 

The  Bunton  Parish  Council  has  entered  into  an 
agreement^  for  the  Services  of  the  Brigade  in  that  l^arish  at  an 
annual  retaining  fee  of  £7  lus.  Od.  of  which  amount  £2  lOs.  Od. 
is  paid  to  the  Parish  Council  by  Sir  T.  F.  Buxton,  Bart.,  an 
owner  of  pi opeity  in  the  parish.  '1  he  total  contributions  now 
received  by  the  Council  amount  to  £30  l(fs.  Od.  and  neg\>tiations 
with  the  parish  of  Hanworth  are  still  pending. 

The  conduct  of  the  Brigade  has  continued  saTisfactoi y, 
and  I have  pleasure  in  again  acknowledging  the  assistance  at  all 
times  rendered  by  the  Lieutenants  and  ihe  Fire  Alarm  Superin- 
tendent. 

I am,  Crentlemen, 

Your  obedient  Servant, 

J K.  FROST, 


Chief  Officer. 


ANNUAL  REPORT 

ON  THE 

ELECTRICITY  UNDERTAKING 

OF  THE 

Cromer  Urban  District  Council 

For  the  Year  ending  31st  October,  1909. 


GENERAL. 

On  the  i8th  November  we  inspected  tlie  undertak- 
ing, and  are  glad  to  report  that  the  plant  in  the  Cxenerating 
Station  and  outside,  with  the  exception  of  the  Arc  Lamps, 
is  in  good  order  and  condition. 

PROGRESS. 

During  the  12  months  ending  June  30th,  1909,  the 
nuinbei  of  consumers  has  decreased  from  339  to  332.  During 
the  12  months  ending  June  30th,  1908,  the  number  increased 
from  336  to  339.  The  decrease  during  the  last  3^ear  is,  we 
understand,  due  to  the  removal  of  a considerable  number 
ot  the  working  class  from  the  Siifbeld  Park  district,  owing 
to  the  lack  of  work  in  Cromer. 

The  total  equivalent  number  of  8 candle-power 
lamps  connected  has,  however,  during  the  same  period,  risen 
from  12047  in  June,  1908,  to  12250  in  June,  1909,  an  increase 
of  This  indicates  that  the  consumers  as  a whole  have 

increased  their  installations. 

The  following  Table  shows  the  rate  at  which  the 
consumers,  and  the  equivalent  number  of  8 c.p.  lamps  has 
increased  since  the  commencement  of  the  undertaking: — 
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r 

Year 

ending'. 

No,  of 
Con- 
sumers. 

Equivalent 
No.  of  8 
c.p.  lamps. 

Yearly  in- 
crease in 
total 

equivalent 
No.  of  8 
c p.  lamps 

Yearly 
per  cent, 
increase  in 
equivalent 
8 c.p. 
lamps. 

No.  of 
equivalent 
8 c p. 
lamps  per 
Consumer. 

June,  1903 

53 

2576 

— 

— 

48'6 

June,  1904 

187 

6734 

4158 

260  per  ct. 

36 

June,  190o 

296 

9044 

2310 

34  ., 

31 

June,  19(6 

343 

10178 

1134 

13  „ 

30 

June,  1907 

336 

10841 . 

663 

61  „ 

32 

June,  1908 

339 

12047 

1206 

11  „ 

36 

J line,  1909 

332 

12250 

203 

If 

37 

LOAD. 


During  the  12  months  ending  June  30th,  1909,  the 
total  number  of  units  generated  as  indicated  ])y  the  Avatt- 
meters  has  decreased,  by  over  37o  below  the  total  number  of 
units  indicated  by  the  wattmeters  as  having  been  generated 
during  the  previous  12  months.  On  the  other  hand,  tlie  total 
number  of  units  sold  during  the  12  months  ending  June, 
1909,  have  increased  by  about  47o-  d'his  apparent  discrep- 
ancy is  due  to  the  fact  that  the  integrating  wattmeters  on 
the  generators  were  inaccurate,  and  the  number  of  units 
recorded  as  liaving  been  generated  during  the  year  ending 
June,  1908,  is  too  high  on  this  account. 

The  total  number  of  units  sold  would  probably  have 
been  considerably  greater  if  it  had  not  been  for  the  bad 
season.  Owing  to  this,  we  understand  that  the  Links  Hotel 
did  not  open  till  June  instead  of  at  Easter,  as  in  1908.  In  this 
Hotel  alone,  during  the  first  6 months  in  1908,  1147  units 
were  consumed,  whereas,  during  the  corresponding  period 
in  1909,  onl}^  44  units  were  consumed. 

It  will  be  noticed  that  the  maximum  load  is  practi- 
cally the  same  this  year  as  last  year,  althongli  the  number 
of  units  sold  has  increased.  This  indicates  the  flattening  of 
the  load  curve,  which  is  beneficial,  and  this  is  probabh^  due 
to  the  increased  use  of  metallic  filament  lamps. 

ADDITIONAL  PLANT. 

As  the  maximum  load  is  practically  the  same  this 
year  as  last,  the  remarks  under  this  head  in  our  last  Annual 
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Report  are  applicable  at  the  present  time,  lii  this  Report, 
we  said  that  we  were  still  of  the  opinion  that  under  tho 
circninstances  of  the  undertaking,  the  risk  of  a failure  of 
supply,  which  we  do  not  consider  very  great,  shonld  be 
taken,  and  further  expenditure  on  additional  plant  post- 
poned until  it  becomes  absolutely  necessary. 

M.AINS. 

There  have  been  no  serious  faults  on  the  mains 
during  the  year  ending  June,  1909.  There  have  been  one 
or  two  faults  in  tlie  wiring  and  motors  of  installations,  but 
these  have  not  been  of  a serious  character,  and  it  has  been 
a comparati  vel}'  eas}^  matter  to  localise  them  and  put  them 
right. 

CONDITION  OF  GENERATING  PLANT,  &c. 

Boilers.  The  Chain-Grate  Boiler  has  recently  been 
cleaned,  and  is  in  excellent  order.  The  Coal  now  used  with 
this  boiler  is  Shiple}"  Slack  at  ns.  8d.  per  ton,  and  this,  we 
understand,  is  giving  good  results.  The  two  vSugden 
Boilers  are  not  in  use  as  a rule,  but  are  kept  as  a stand-b}^ 
for  the  Chain-Grate  Boiler.  At  the  time  of  our  inspection 
the  No  I Sugden  Boiler  was  quite  ready  to  be  set  to  work 
on  the  load  should  an3'thing  occur  to  the  Chain-Grate  Boiler, 
but  No  2 was  partiallv  dismantled  for  repairs  to  the  fire- 
brick arch  over  the  furnace  door. 

Booby  Detartariser.  This  still  continues  in  a 
good  condition,  and  is  very  elTectual  in  removing  the  im- 
purities from  the  feed  water. 

Boiler  Feed  Pumps.  These  continue  in  good 
working  order.  We  understand  that  they  have  lateh^  been 
overhauled,  and  certain  small  parts  renewed.  It  is  possible 
that  some  further  renew^als  wall  have  to  l)e  made  on  these 
engines  shorth',  and  the  Resident  Engineer,  Mr.  Bentlev, 
is  watching  them  with  this  in  view. 

Milking  Booster  and  Booster  Balancer.  Both 
in  good  condition  and  working  well. 

Switchboard.  In  good  condition. 

Leakage  Panel.  In  good  condition. 

Battery.  The  D.P.  Battery  Co.’s  representative 
has  lately’  made  his  inspection,  and  reported  that  the  batter}^ 
is  in  a satisfactory  condition. 

Arc  Lamps.  The  scheme  for  replacing  the  exist- 
ing flame  Arc  Lamps  with  others  of  a later  type  is  in  hand, 
and  four  of  the  new  Lamps  will  shortL"  be  put  into  use  on 
trial.  It  should  be  borne  in  mind  when  considering  the 
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rather  unsatisfactory  character  of  the  working  of  the  exist- 
ing flame  lamps,  that  when  the^^  were  installed,  this  class  of 
Arc  Lamp  had  onls’  recentl}'  appeared  on  the  market,  and 
the  lamps  supplied,  although  the  best  that  could  l)e  obtained 
at  the  time,  have  been  ver}^  greatly  improved  during  the 
last  seven  years.  We  think  that  the  new  lamps  will  be  found 
to  give  every  satisfaction,  and  their  installation  will  add 
considerably  to  the  appearance  and  satisfactory  working  of 
the  electric  lighting  of  the  streets. 

Street  Lighting  with  Metallic  Filament  Lamps. 

The  trial  of  50  c.p.  metallic  filament  lamps  in  place  of  gas 
standards  in  the  less  important  streets  is  being  proceeded 
with,  and  six  of  the  gas  standards  in  the  Norwich  Road  are 
being  conv^eited  to  electric  standards,  the  existing  lanterns 
being  adapted  for  the  new  lamp. 

The  existing  time  switches  for  automatically  light- 
ing the  lamps  at  the  correct  hour  wall  be  adapted  for  the 
electric  current,  and  wall  be  used  to  light  the  new’  electric 
lamps. 

Ill  the  event  of  the  street  lighting  b}-  metallic  fila- 
ment lamps  being  considerabl\'  extended,  it  will  be  necessary 
to  consider  whether  it  is  wise  to  continue  to  use  the  time 
switches.  The  disadvantage  incidental  to  the  use  of 
apparatus  of  this  sort  is  that  a considerable  percentage  are 
always  under  repair,  and  the  use  of  a complicated  device 
w’ould  tend  to  make  less  satisfactory  the  w^orking  of  the 
electric  scheme.  Moreover,  a considerable  amount  of  nione\-, 
about  10/-  per  switch,  w^ould  have  to  be  expended  in  con 
verting  these  gas  time  swntches  to  electric  time  swatches, 
and  if  the  scheme  w^as  largel}’  extended  it  might  be  advisable 
to  consider  the  running  of  another  ware  from  po.^t  to  post  so 
that  the  street  lamps  could  be  swatched  oft'  in  groups  from 
suitable  positions,  such  as  the  feeder  pillars. 

One  w^a}’  of  doing  this,  wdiich,  without  being  very 
unsightLa  w’ould  ])e  by  far  the  cheapest  method,  w’ould  1 e 
to  run  a bare  wire  of  small  size  above  the  posts  supported 
b}^  insulators  fixed  in  a neat  manner  to  the  top  of  the  lantern. 

We  have  not  looked  into  the  cost  of  such  a scheme 
as  it  w'ould  be  advisable  to  awmit  the  results  of  the  trial  of 
the  six  lamps  in  the  Norwach  Road 

If  the  scheme  for  Street  Lighting  is  extended,  it 
might  be  necessarx’  to  consider  at  the  same  time  an  increase 
in  the  generating  plant,  although  the  extra  load  put  on  the 
station  b}  the  street  lamps,  would  not  be  more  than  about 
15  K.W\ 


(Signed)  G.  H.  BAILLIE. 


WAT E R WO R KS  I)  E PART  M E N T. 


STATISTICS. 


CAPITAL  OUTLAY. 


£ s.  d. 

Cost  of  Works  to  31st  March,  1908  ...  102,546  16  ro 

Expenditure  in  Year  ...  ...  92  19  4 


Total  ;^io2,639  16  2 


LOANS. 

Interest  and  Charge  for  Loans. 


Rate  of  Interest. 

Date  of  Payment 

^68,294 

16 

10 

£31 

1952 

32,600 

0 

0 

3i 

1963 

1,400 

0 

0 

n 

0 8 

1 945  . 

252 

0 

0 

0 A 

0[- 

Repaid 

Annual  Charge  (irrespective  of  additional  Loans  required) 


Until  the  3'ear  1945  £4-5^5  2 8 per  annum 

From  1945  until  1952  445^  1 1 2 ,, 

From  1952  until  1963  1368  08  ,, 

WATER  SUPPLY. 

Estimated  supply — 

Metton  Works  730,000  gallons  per  day 

Cromer  ,,  200,000  ,, 


Total  930,000 

Allowing  30  gallons  per  head  the  supply  is  sufficient 
for  a population  of  31,000. 
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STORAGE, 

Storage  provided — 

No.  T.  A\dmertoii  Reservoir 
2.  Cromer  ,, 

3-  ’>  ” 

4.  Water  Tower 


1,000,000  gallons 

600.000  ,, 

120.000  5, 
50,000 

1,770,000 


MAINS. 

Miles.  Yards. 

Mileage  to  31st  March,  1908  18  1737 

Added  in  Year  — — 


Total  18  1737 


ABSTRACT  OF  WORKING  STATEMENT 
For  the  Year  ending  31st  March,  1909. 


Quantity  of  Water  supplied — 

Metton  Works  74,704,000 

Cromer  ,,  820,000 

75,524,000 

Average  No,  of  Inhabited  Houses  supplied  1236  houses 

Estimated  Population  supplied  } ^ ^ ^ 

, . i i 7000  peisons 

( Equated  foi- Season  and  Non-beason  months  ) j 

^Average  daih^  suppE^  for  Domestic 

purposes  onh'  164,000 

Average  daily  supply  for  other 

purposes  43,000 

207,000  galls. 

^'Average  daily  supply  per  house  for 

Domestic  purposes  only  133 

* Average  daily  supply  per  head  for 

Domestic  purposes  only  23  ,, 


Capital  emplo^’^ed 


Per  Million  Galls. 

;^i3t4-69 


Per  Thousand  Galls, 

-3^ 


d'ous. 

Coal  used  327 


Cost.  Average  price  per  ton. 

^^386  £137 


*NOTPh — d’his  includes  the  water  used  f(U‘  Boilers,  Flushing  Mains,  and 
Fire  Extinguishing  foi-  wliicli  no  allowance  is  made. 
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REVENUE  ACCOUNT,  1908=9. 


Items. 

A mount. 

Price  per 
1000  galls. 

Per  cent,  on 
Income. 

Gross  Income 

£ 

4997 

£ 

Pence. 

15-87 

Pence. 

106-64 

Less  Empties  & Allowances 

311 

•98 

664 

4686 

14-89 

1000' 

Expendituke. 

Pumping- 

597 

1-90 

12-74 

Maintenance 

128 

•40 

2-73 

i'.lain  Eepairs  including 

Inspection  ... 

150 

•48 

3-20 

Hates  and  Taxes 

316 

1 

6-75 

Management 

179 

•57 

3-82 

1370 

435 

29-24 

Profit 

3316 

10-54 

70-76 

Loan  Charges 

4525 

14-38 

96-56 

Dednct  profit 

3316 

1054 

70  76 

Charge  on  District  Rate 

1209 

3-84 

25-80 

J.  K.  FROST, 

Clcfk. 
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